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ONTARIO SP35 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW381B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


ay 
BS 
—§| B/G 


T 
L 


PRIVES OCCUPES 


OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


ONTARIO 
SP35 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


MANITOBA 
SP46 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


OTAL DES 
OGEMENTS 


64,955 


405,275 


147,515 
1,607,775 


12,290 


2,969,785 


942,830 


1,412,520 
526,630 
87,815 


167,770 


1,318,335 
1,467,010 


16,660 


357,985 


56,805 


TOTAL 


16,220 


358,700 


94,820 
572,180 


2,300 


2,329,785 


896,140 


1,330,550 
67,655 
35,445 


157,855 


1,219,000 
948,785 


4,155 


251,705 


50,420 


STEAM OR 
HOT WATER 


A VAPEUR OU 
A EAU CHAUDE 


2,505 


208,125 


56,930 
207, 700 


1,090 


634,625 


219,635 


377,905 
35,030 
2,050 


87,665 


360,975 
183,560 


2,420 


44,725 


4,365 


FURNACE - SYSTEME 


HOT AIR 


A AIR 
CHAUD 


13,710 


150,580 


37,890 
364,480 


Tee 


,695, 165 


676,505 


952,640 
32,625 
33,395 


70,185 


858,025 
765,225 


1,735 


206,975 


46,060 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


INSTALLED ELECTRIC 
HEATING SYSTEM 


SYSTEME DE 
CHAUF F AGE 
A L’ELECTRICITE 
0 


23,590 


10,370 
840,660 


1,145 


452,940 


0 


0 
452,935 
10) 


4,255 


36,385 
411,810 


4390 


80,245 


PAGE 4 

STOVE OR 
SPACE HEATER OTHER 
POELE OU AUTRES 

FOURNAISE 

DE PLANCHER 

38,240 10,495 
17,480 5,505 
31,840 10,495 
168,130 26,805 
7,165 1,685 
114,020 73,035 
29,110 17,580 
46,645 35,315 
4,340 1,695 
33,925 18,450 
2,995 3,075 
32,550 30,400 
70,000 36,420 
8,880 3,140 
13,855 12,175 
3,670 2,742 
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TROIS-RIVIERES 


SP24CA442 
CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


TROIS-RIVIERES 
SP24CA442 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


HAMILTON 
SP35CA537 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


325 


38,520 


19,960 


125 
18,105 
340 


6,740 


205 
31,505 


75 


190,250 


55,110 


113,970 
19,765 
1,410 


7,660 


TOTAL 


65 


16,230 


15,600 


35 
465 
+25 


5,445 


130 
10,620 


35 


167,410 


53,535 


109,280 
4,015 
580 


7,250 
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1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


FURNACE - SYSTEME 


STEAM OR INSTALLED ELECTRIC STOVE OR 

HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
A VAPEUR OU A AIR 
A EAU CHAUDE CHAUD 


SYSTEME DE 
CHAUF F AGE 
A L’ELECTRICITE 


POELE OU AUTRES 
FOURNAISE 
DE PLANCHER 


35 30 45 175 35 
5,440 10,7390 17,315 4,630 355 
5,245 10,350 0 4,145 215 

20 10 0 55 35 

150 315 17,315 305 15 

25 105 0 120 90 
2,475 2,970 715 530 45 

60 70 25 40 10 
2,895 7,730 16,560 4,025 295 

15 15 135: 30 6) 

45,915 121,490 15,515 2,950 4,375 
11,175 42,365 0 570 1,005 
32,240 77,045 0 1,865 2,820 
2,455 1,560 15,510 125 135 

50 530 0 385 440 


3,785 3,460 155 35 210 
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B . 
KITCHENER 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


SP35CA541 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


PIPED OR BOTTLED GAS - WATER HEATING FUEL - 

GAZ CANALISE OU EN BOUTEILLE - 

COMBUSTIBLE CHAUFFER L’EAU 

ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 

OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


KITCHENER 
SP35CA541 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1.) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


LONDON 
‘SP35CA555 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


115,155 
67,135 


300 


99,395 


31,440 


50,390 
16,535 
1,035 


4,600 


44,565 
49,850 


385 


105,595 


15, 120 


72,935 


16,695 


TOTAL 


107,455 
52,520 


180 


82,000 


30,645 


48,700 
2,305 
350 


4,340 


41,955 
35,605 


105 


89,275 


14,655 


70,600 


3,735 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


PAGE 13 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 
A EAU CHAUDE  CHAUD CHAUF F AGE FOURNAISE 
A L’ELECTRICITE DE PLANCHER 
32,440 75,010 3,260 1,570 2,865 
9,555 42,970 12,095 1,275 1,240 
135 45 ) 60 55 
19,865 62,130 14,030 1,225 2,140 
6,680 23,965 ) 200 600 
11,660 37,040 0) 455 1,235 
1,480 825 14,035 115 80 
45 310 ) 460 220 
2,520 1,825 130 30 100 
10,670 31,285 Te17S 360 1,070 
6,600 29,005 12,730 595 930 
80 25 ) 240 40 
23,510 65,760 12,805 1,485 2,030 
3,225 11,430 4) 200 265 
. 17,895 52,710 ty) 855 1,480 
2,385 1,350 12,810 115 35 
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OSHAWA 


SP35CA532 
CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
, PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


OSHAWA 
SP35CA532 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHKAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


OTTAWA-HULL, ONTARIO (PART-PARTIE) 
SP35CA505 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


850 


2,175 


65,890 
37,295 


235 


50,905 


21,005 


16,640 
12,760 
505 


2,765 


16,325 
31,675 


140 


200,465 


97,680 


TOTAL 


285 


2,075 


62,555 
24,535 


100 


37,405 


20,425 


15,675 
1,040 
255 


2,920 


14,740 
20,080 


55 


159,980 


95,020 


PAGE 14 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 

STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 

A EAU CHAUDE CHAUD CHAUF F AGE FOURNAISE 

A L’ELECTRICITE DE PLANCHER 

5 275 ¢) 320 245 
1,145 935 50 10 30 
17,295 45,260 1,405 640 1,290 
4,995 19,545 11,345 740 675 
75 25 5 95 30 
5,615 31,785 11,685 375 1,440 
3,175 17,255 0 160 410 
1,830 13,840 0 80 880 
590 445 11,685 25 15 
20 240 0 110 140 
yb ete 1,405 120 25 90 
1,775 12,970 700 30 855 
2,675 17,405 10,845 310 440 
35 15 25 5 55 
43,955 116,025 33,550 3,350 3,590 
20,005 75,020 0 1,575 1,085 
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ST. CATHARINES - NIAGARA 


SP35CA539 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 


CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


ST. CATHARINES - NIAGARA 
SP35CA539 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


62,485 
38,095 
2,210 


24,110 


58,935 
116,965 


455 


106,485 


14,945 


81,685 
8,935 
925 


1,870 


79,950 
24,490 


170 


TOTAL 


59,710 
4,235 
1,020 


23,075 


54,325 
82,345 


235 


94,270 


14,465 


77,880 
1,570 
355 


1,750 


75,305 
17,180 


40 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


FURNACE - SYSTEME 


STEAM OR INSTALLED ELECTRIC STOVE OR 


15 


HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 


A VAPEUR OU A AIR 
A EAU CHAUDE CHAUD 


SYSTEME DE 
CHAUF F AGE 
A L’ELECTRICITE 


POELE OU 


21,590 38,120 0 905 
2,315 1,915 33,550 245 
50 970 0 625 
9,320 13,755 510 260 
19,690 34,635 2,645 545 
14,770 67,575 30,365 2,445 
175 60 30 95 
20,390 73,880 7,235 3,170 
3,755 10,710 0) 220 
15,690 62,190 0 2,600 
905 665 7,240 60 
45 315 0 295 
viele} 1,000 50 25 
15,685 59,615 1,410 1,980 
3,920 13,260 5,760 1,085 
30 5 20 85 


FOURNAISE 
DE PLANCHER 


AUTRES 


ets 


65 


, 805 
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SUUBURY SP35CA580 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
; PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
TOTAL OCCUPIED STEAM OR INSTALLED ELECTRIC STOVE OR 
PRIVATE DWELLINGS HOT WATER HOT AIR HEATING SYSTEM SPACE HEAT 
- TOTAL - - - £ 
TOTAL DES A VAPEUR OU A AIR SYSTEME DE POELE OU 
LOGEMENTS A EAU CHAUDE  CHAUD CHAUFFAGE FOURNAIS 
PRIVES OCCUPES A L’ELECTRICITE DE PLANCH 
SUDBURY 
SP35CA580 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 48,460 34,745 8,855 25,890 10,675 1,555 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 22,525 21,405 4,395 17,010 ) 550 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 13,360 12,155 4,020 8,135 0) 545 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 11,405 630 370 260 10,670 100 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 1,165 560 75 480 0 365 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 5,020 4,695 1,655 3,040 75 95 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 11,710 10,430 3,510 6,920 445 300 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 31,585 19,560 3,655 15,300 10,145 1,120 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 140 60 30 25 10 40 
THUNDER BAY 
SP35CA595 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 41,880 33,065 4,610 28,450 6,345 1,280 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 8,100 7,470 895 6,575 0) 395 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 25,610 24,315 3,370 20,945 0 560 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 7,125 740 300 440 6,345 30 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 1,045 540 50 495 0 300 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 1,195 1,095 325 770 30 25 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 21,975 20,180 2,725 17,460 975 230 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 18,500 11,720 1,520 10,205 5,345 915 
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CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 


CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


TORONTO 
SP35CA535 
TOTAL OCCUPIED PRIVATE OWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


WINDSOR 
SP35CA559 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


205 


1,040,340 


294,015 


584,240 
157,700 
4,380 


81,770 


568,455 
386,800 


3,310 


86,080 


4,019 


62,590 
18,415 
360 


565 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


PAGE 17 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
TOTAL re 3 = - = 
A VAPEUR OU A AIR SYSTEME DE POELE QU AUTRES 
A EAU CHAUDE CHAUD CHAUF F AGE FOURNAISE 
A L*ELECTRICITE DE PLANCHER 
60 40 15 5 110 35 
891,525 353, 170 538,350 123,820 8,790 16,200 
287,705 123,700 164,005 0 2,100 4,210 
570,580 209,905 360,675 0 4,105 9,565 
32,035 19,190 12,845 123,820 1,405 440 
1,210 385 830 0 1,085 1,985 
78,100 55,355 22,745 2,185 610 885 
540,485 205,810 334,675 14,830 3,795 9,345 
271,210 90,625 180,585 106,610 4,020 4,965 
1,735 1,385 350 200 370 1,005 
62,300 9,455 52,840 16,950 4,920 1,920 
4,225 875 3,350 0 290 200 
56,675 8,050 48,625 0 4,295 1, 625 
1,260 510 750 16,950 165 35 
140 20 120 0 160 60 
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CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


PAGE 18 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


FURNACE - SYSTEME 


PIPED OR BOTTLED GAS - WATER HEATING FUEL - 

GAZ CANALISE OU EN BOUTEILLE - 

COMBUSTIBLE CHAUFFER L’EAU 

ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


WINNIPEG 
SP46CA602 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


REGINA 

SP47CA705 

TOTAL OCCUPIED PRIVATE DWELLINGS - 

“TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 


PRIVES OCCUPES 


60,265 
25,150 


105 


217,230 


14,665 


159,245 
41,880 
1,440 


2,080 


136,500 
77,875 


775 


58,715 


1,190 


52,645 


4,730 


STEAM OR INSTALLED ELECTRIC STOVE OR 

HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 

TOTAL - = = - - 
A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 

A EAU CHAUDE CHAUD CHAUF FAGE FOURNAISE 
A L‘ELECTRICITE DE PLANCHER 

52,380 7,615 44,760 2,735 3,875 1,480 
9,380 1,565 7,815 14,190 1,470 405 
35 25 20 0 55 5 
174,420 38,890 135,530 35,995 1,880 4,940 
13,565 2,590 10,980 ie) 325 %75 
154,845 32,965 121,885 0 855 3,545 
5,605 3,305 2,300 35,995 220 60 
395 35 365 10) 480 565 
1,890 1,130 755 50 35 105 
128,865 27,380 101,485 4,060 620 2,950 
43,255 10,035 33,225 31,840 1,090 1,695 
405 340 65 45 135 190 
54,575 11,465 43,110 2,920 455 770 
1,065 255 810 0 50 70 
51,695 9,975 41,725 0 310 640 
1; 785 1,240 545 2,920 20 0 
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BRANTFORD 


SP35CA543 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 


CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


PIPED OR BOTTLED GAS - WATER HEATING FUEL - 

GAZ CANALISE OU EN BOUTEILLE - 

COMBUSTIBLE CHAUFFER L’EAU 

ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 

OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


BRANTFORD 
SP35CA543 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


GUELPH 
SP35CA550 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
‘TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


495 
19,040 


160 


31,120 


8,005 


18,815 
4,020 
275 


625 


17,325 
13,135 


40 


27,360 


7,220 


14,580 


3,215 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


FURNACE - SYSTEME 


STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEAT 

TOTAL - : “ . 
A VAPEUR OU A AIR SYSTEME DE POELE OU 
A EAU CHAUDE  CHAUD CHAUF FAGE FOURNAIS 
A L’ELECTRICITE DE PLANCH 
230 115 110 40 190 
4,890 2,380 2,505 13,160 840 
85 45 45 15 40 
25,655 5,045 20,610 3,545 1,005 
7,690 1,370 6,325 fy) 105 
17,440 3,365 14,070 ) 780 
445 305 145 3,545 15 
80 5 70 ) 100 
575 265 310 5 25 
15,970 3,355 12,615 330 475 
9,095 1,420 7,680 3,205 490 
10 5 5 ) 15 
21,820 5,295 16,525 4,530 430 
7,040 1,390 5,650 fy) 55 
13,980 3,510 10,465 ) 245 


645 3390 255 4,530 30 
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KINGSTON SP35CA521 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%)) 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
TOTAL OCCUPIED STEAM OR INSTALLED ELECTRIC STOVE OR 
PRIVATE DWELLINGS HOT WATER HOT AIR HEATING SYSTEM SPACE HEAT 
- TOTAL - - - - 
TOTAL DES A VAPEUR OU A AIR SYSTEME DE POELE OU 
LOGEMENTS A EAU CHAUDE CHAUD CHAUF F AGE FOURNAIS 
PRIVES OCCUPES A L’ELECTRICITE DE PLANCH 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 340 160 5 155 0 100 
OIL OR KEROSENE - WATER HEATING FUEL - P 
HUILE QU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 780 735 395 340 25 15 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 12,455 11,705 3,135 8,570 345 135 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 14,065 9,360 1,750 7,610 4,155 275 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 60 20 10 10 5 15 
KINGSTON 
SP35CA521 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 39,910 28,960 6,455 22,500 8,565 1,485 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 20,380 19,675 4,885 14,795 0 435 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 8,535 7,805 1,265 6,545 ) 350 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 9,205 590 270 315 8,565 25 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 1,795 890 40 845 ry) 680 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE. CHAUFFER L’EAU 3,815 3,460 2,035 1,425 270 55 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 7,045 6,440 1,075 5,365 195 175 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 28,885 19,005 3,330 15,675 8,095 1,170 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 165 50 10 40 10 85 
NORTH BAY 
SP35CA575 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 18,890 13,010 3,105 9,905 4,615 570 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 4,855 4,540 850 3,690 0 135 


PAGE 24 


ER OTHER 


AUTRES 
E 
ER 
85 


15 


265 


275 


20 


900 


275 


375 


20 


230 


40 


235 


610 


20 


685 


180 


way? Ca at a 
° , 
as qa ee oY 


£8 avr ee: eg v ex0.1 One (2 weo,.t 
ore avi. eGo .2 ere, ort. moo ,.er fee os 
os ee ; or : on er o2 ae: 
aen ore ale,» Ave ,e ane .é OF0, 4%) OPA, At 
tut Ger 0 om. & _ obe one.> ate,» 


— Da Le 


PETERBOROUGH 


SP35CA529 
CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 


CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


PETERBOROUGH 
SP35CA529 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


8,560 
4,815 
645 


695 


7,360 
10,780 


55 


30,515 


14,945 


7,120 
7,270 
1,180 


1,195 


6,250 
22,990 


85 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


PAGE 25 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
TOTAL - - - - - 
A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 
A EAU CHAUDE CHAUD CHAUF F AGE FOURNAISE 
A L’ELECTRICITE | DE PLANCHER 
7,985 2,155 5,830 ) 205 375 
190 90 105 4,620 10 ) 
300 15 280 ) 225 130 
635 250 380 5 15 40 
6,755 1,675 5,085 150 125 325 
5,595 1,170 4,420 4,455 420 305 
30 15 15 5 10 10 
22,260 2,830 19,430 6,515 925 815 
14,425 1,415 13,010 0 250 270 
6,540 1,290 5,250 0 300 285 
680 120 560 6,520 35 30 
615 5 605 ) 340 235 
1,110 350 760 55 5 25 
5,695 1,165 4,525 200 160 195 
15,435 1,300 14,130 6,265 695 595 


20 10 10 0 65 0 


SARNIA SP35CAS62 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
TOTAL OCCUPIED STEAM OR INSTALLED ELECTRIC STOVE OR 
PRIVATE DWELLINGS HOT WATER HOT AIR HEATING SYSTEM SPACE HEAT 
- TOTAL - - - = 
TOTAL DES A VAPEUR OU A AIR SYSTEME DE POELE OU 
LOGEMENTS A EAU CHAUDE  CHAUD CHAUF FAGE FOURNAIS 
PRIVES OCCUPES A L’ELECTRICITE DE PLANCH 
SARNIA 
SP35CA562 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 29,605 24,330 4,720 19,615 3,805 1,015 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 1,945 1,835 380 1,465 0 30 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 23,045 21,840 3,995 17,845 0 925 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 4,420 590 345 245 3,800 10 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 195 65 5 60 0 40 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 240 200 120 80 25 5 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 21,950 20,460 3,765 16,695 525 680 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 7,380 3,655 825 2,830 3,250 320 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 45 15 10 5 5 5 
SAULT STE. MARIE 
SP35CA590 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 28,300 18,730 4,375 14,355 7,885 805 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 12,545 11,975 2,480 9,490 0 365 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 6,780 6,070 1,725 4,350 0 205 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 8,340 380 165 220 7,885 35 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 645 300 10 295 9) 205 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 1,935 1,830 800 1,030 40 20 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 5,525 4,655 1,345 3,305 375 130 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 20,710 12,205 2-10 9,995 7,465 615 
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PAGE 27 
CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
TOTAL OCCUPIED STEAM OR INSTALLED ELECTRIC STOVE OR 
PRIVATE DWELLINGS HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
- TOTAL - - = = = 
TOTAL DES A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 
LOGEMENTS A EAU CHAUDE CHAUD CHAUF FAGE FOURNAISE 
PRIVES OCCUPES A L’ELECTRICITE DE PLANCHER 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 135 45 20 25 10 45 35 
KAMLOOPS 
SP59CA925 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 21,975 17,455 1,640 15,820 3,325 540 650 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 2,890 2,700 120 2,580 0 30 100 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 14,925 14,280 1,345 12,940 0) 215 435 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 3,700 315 170 145 3,325 40 20 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 465 170 5 160 0 200 100 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 395 340 45 295 20 10 25 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 14,180 13,040 1,150 11,895 545 220 370 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 7,315 4,055 425 3,625 2,760 280 220 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 90 20 20 (0) 5 40 35 
KELOWNA 
SP59CA915 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 28,545 18,495 1,250 17,240 8,225 1,020 810 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 3,830 3,475 190 3,290 ) 205 150 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 14,695 14,025 865 13,155 0 270 400 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 9,120 770 180 590 8,225 75 55 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 895 220 15 210 0 465 205 


OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 470 420 30 330 15 5 25 
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QUEBEC- PCT-SRP S/TOTAL 


SP24CA000 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


QUEBEC- PCT-SRP S/TOTAL 
SP24CA000 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


ONTARIO- PCT-SRP S/TOTAL 
SP35CA000 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE QU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


774,400 


327,645 


7,030 
383,105 
56,620 


107,290 


8,345 
648,720 


10,045 


794,230 


308 , 280 


241,165 
175,925 
68,855 


26,765 


197,205 


559), 625 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 


MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 


FURNACE - SYSTEME 


PAGE 31 


AUTRES 


STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 

TOTAL ~ = = - 
A VAPEUR OU A AIR SYSTEME DE POELE OU 
A EAU CHAUDE CHAUD CHAUF FAGE FOURNAISE 

A L’ELECTRICITE DE PLANCHER 
300,335 86,300 214,035 362,800 93,620 
271,415 78,905 192,510 0 48,865 
3,465 1,465 2,005 10} 2,595 
12,460 4,095 8,365 362,800 7,240 
12,990 1,825 11,160 16) 34,920 
89, 160 44,590 44,575 8,655 7,600 
> 

4,145 1,265 2,875 1,185 2,210 
205,610 39,975 165,635 352,070 77,365 
1,415 470 945 885 6,440 
523,065 67,445 455,625 160,850 78,685 
279,410 29,000 250,415 0 21,480 
203,310 34,355 168,955 0 27,375 
12,590 2,865 O° Zo 160,855 1,790 
27,760 1,230 26,530 10) 28,040 
23,900 7,220 16,675 530 1,330 
167,505 28,235 139,275 4,685 17,530 
330,290 31,660 298,635 155,475 52.450 
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MANITOBA- PCT-SRP S/TOTAL SP46CA000 


PAGE 32 
CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 
MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 
CT'J81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 
PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 1981 (BASE SUR LES DONNEES-ECHANTILLON (20%) ) 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
TOTAL OCCUPIED STEAM OR INSTALLED ELECTRIC STOVE OR 
PRIVATE DWELLINGS HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
- TOTAL - - - = = 
TOTAL DES A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 
LOGEMENTS A EAU CHAUDE  CHAUD CHAUF FAGE FOURNAISE 
PRIVES OCCUPES A L’ELECTRICITE DE PLANCHER 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 10,640 1,365 330 1,035 160 7,475 1,630 
MANITOBA- PCT-SRP S/TOTAL 
SP46CA000 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 140,755 77,290 5,840 71,450 44,250 11,975 7,240 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 42,135 36,855 1770 35,080 (e) 3,340 1,940 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 36,200 32,840 3,435 29,405 0 1,070 2,290 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 49,360 4,525 500 4,025 44,250 455 130 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 13,050 3,065 135 2,935 ) 7,105 2,880 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 2,170 1,805 460 1,340 45 190 135 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 29,970 26,985 2,685 24,305 745 750 1,490 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 104,330 48,140 2,625 45,520 43,305 8,045 4,835 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 4,285 355 65 285 155 2,990 780 
SASKATCHEWAN- PCT-SRP S/TOTAL 
SP47CA000 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 216,665 177,925 17,780 160,145 11,410 19,535 7,795 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 62,075 54,445 2,010 52,440 0) 5,850 1,775 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 129,400 118,620 14,415 104,205 0 6,670 4,105 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 14,535 2,655 1,250 1,410 11,410 390 80 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 10,655 2,195 110 2,095 0 6,625 1,830 


OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 3,615 2,895 510 2,385 60 520 145 
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OTTAWA-HULL, QUEBEC (PART-PARTIE) 


SP24CA505 


CTW81B27. OCCUPIED PRIVATE DWELLINGS BY PRINCIPAL FUELS(9) FOR WATER AND HOUSE HEATING, SHOWING 


MAIN TYPE OF HEATING EQUIPMENT(7), 1981 (BASED ON 20% SAMPLE DATA) 


CTW81B27. LOGEMENTS PRIVES OCCUPES SELON LE PRINCIPAL COMBUSTIBLE(9) UTILISE POUR CHAUFFER L’EAU ET LE LOGEMENT, 


PAR SYSTEME DE CHAUFFAGE PRINCIPAL(7), 


OTTAWA-HULL, QUEBEC (PART-PARTIE) 
SP24CA505 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 7 
OTHER (1) - WATER HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFER L’EAU 


QUEBEC 
SP24CA421 
TOTAL OCCUPIED PRIVATE DWELLINGS - 
TOTAL DES LOGEMENTS PRIVES OCCUPES 
OIL OR KEROSENE - HEATING FUEL - 
HUILE QU KEROSENE - COMBUSTIBLE CHAUFFAGE 
PIPED OR BOTTLED GAS - HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFAGE 
ELECTRICITY - HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFAGE 
OTHER (1) - HEATING FUEL - AUTRES (1) - 
COMBUSTIBLE CHAUFFAGE 
OIL OR KEROSENE - WATER HEATING FUEL - 
HUILE OU KEROSENE - COMBUSTIBLE CHAUFFER L’EAU 
PIPED OR BOTTLED GAS - WATER HEATING FUEL - 
GAZ CANALISE OU EN BOUTEILLE - 
COMBUSTIBLE CHAUFFER L’EAU 
ELECTRICITY - WATER HEATING FUEL - ELECTRICITE - 
COMBUSTIBLE CHAUFFER L’EAU 


TOTAL OCCUPIED 
PRIVATE DWELLINGS 


TOTAL DES 
LOGEMENTS 
PRIVES OCCUPES 


55,930 


23,955 


7,880 
22,980 
1,090 


9,610 


7,390 
38,745 


165 


195,460 


100,050 


© 505 
93,225 
1,680 


49,835 


610 


144,690 


1981 (BASE SUR LES DONNEES-ECHANTILLON (20%)) 


PAGE 11 
MAIN TYPE OF HEATING EQUIPMENT 
SYSTEME DE CHAUFFAGE PRINCIPAL 
FURNACE - SYSTEME 
STEAM OR INSTALLED ELECTRIC STOVE OR 
HOT WATER HOT AIR HEATING SYSTEM SPACE HEATER OTHER 
TOTAL = = = = - 
A VAPEUR OU A AIR SYSTEME DE POELE OU AUTRES 
A EAU CHAUDE CHAUD CHAUF F AGE FOURNAISE 
A L’ELECTRICITE DE PLANCHER 
28,910 6,190 22,720 21,245 3,795 1,960 
20,890 4,525 16,365 0 2,150 920 
6,200 1,115 5,080 0 915 77S 
1,400 490 910 21,245 310 25 
425 60 365 0 425 240 
8,390 2,310 6,075 275 570 370 
5,099 970 4,625 710 520 570 
14,885 2,885 12,005 20,250 2,605 1,000 
40 25 10 10 95 15 
98,980 51,745 47,230 84,765 10,635 1,090 
90,485 48,580 41,905 0 8,795 770 
405 280 125 0 100 5 
Leak 2,730 4,825 84,765 830 70 
530 155 370 0 905 240 
45,235 26,670 18,560 Zeit to 1,570 265 
395 260 135 145 50 20 


53,285 24,775 28,510 81,795 8,840 775 
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